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Message Text 


CONFIDENTIAL 

PAGE 01 BEIRUT 14246 171025Z 
51 

ACTION OC-06 

INFO OCT-01 NEA-05 ISO-OO CCO-OO OCL-OO /012W 

019841 

R 170920ZIDEC 73 
FM AMEMBASSY BEIRUT 
TO SECSTATE WASHDC 5667 
INFO AMEMBASSY ATHENS RRTI 

CONFIDENTIAL BEIRUT 14246 

ATHENS FOR ATO 

FROM RCO 

EO 11652: XGDS-2 
TAGS: ACOM 

SUBJECT: SKYLINK INSTALLATION 
REF: DEPT OM DECEMBER 3, 1973 


1. PLAN FOR TELEPHONE BOOTH CONTRARY TO SONDAG 

REPORT, RCO RECOMMENDATION USE CRO OFFICE FOR SECURE PHONE. 

2. SINCE OM MAKES NO COMMENT TO ABOVE UNABLE 
DETERMINE IF OR FOR WHAT REASON ABOVE REJECTED. 

3. SEABEES AVAILABLE THROUGH END OF MONTH 

WITH JANUARY BEING HEAVILY SCHEDULED WHICH WOULD 
PRECLUDE BEIRUT WORK. 

4. RECOMMEND PLAN FOR PHONE BOOTH BE DROPPED AND 
SONDAG RCO INITIAL CONCLUSIONS BE APPROVED. 

BUFFUM 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BEIRUT14246 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: X2 

Errors: n/a 

Film Number: n/a 

From: BEIRUT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 254/aaaajzog. tel 

Line Count: 54 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: DEPTOM DECEMBER 3, 1973 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-Nov-2001 by garlanwa>; APPROVED <15-Nov-2001 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980313 
Subject: SKYLINK INSTALLATION 
TAGS: ACOM, LE, ACOM 
To: STATE 
Type: TE 
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